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Message Text 


LIMITED OFFICIAL USE KABUL 4657 

FOR: A/SY/OPS/T FROM RSO 

E. O. 11652: NA 
TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTORS 

1. RSS IS FORWARDING SPECS ON INTEX SENTRIE METAL DETECTOR 
SYSTEM WHICH COVERS INSTALLATION AND TECHNICAL ASPECTS. 

2. 1 DO NOT HAVE APPROPRIATE BROCHURES WHICH I WILL NEED TO 
BRIEF SENIOR POST OFFICIALS. PLEASE FORWARD ALL NEEDED 
BROCHURES ON INTEX SENTRIE METAL DETECTOR SYSTEM. 
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